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or JESSOP’S MOTEL 
R. R. 1. Reseland, Ont. 
At the Junction of No. 3 and 3B Hwys. at the Traffic 
Lights. Only 5 miles from downtown Windsor. 12 Units 
of the finest. City water facilities, private bathrooms, 
ceramic tile showers, insulated central heating, cross 
ventilation. Away from traffic noises and railroads. Open 
year Senne. CL 2-5218. Owner, Percy Jessop. 
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Genuine Tlatural Color. Made by Dexter Press, 
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